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ALtacucd is the article in the Keg Ycrk Post with refcrernce- 
to cl-.l* spray fire-proofing ct The VJorld Trs^c Center. Would you please 
iv.a*iic it a r-oint to stoy closo to KillicTa Klcholsoa of Ht. S ir.ci and 
try 'to dctcs-^ir.c the rtisulto of his. analynia mentioned in the last 
prirr.^ruph. • 

Sincerely, 


Guy F» To^noli, DiActor 
Vorld Trade Department 
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